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Gates Energy Products, Inc. P.O. Box 114 
Cainesvi lie, Florida 32602 (904) 462*3911 


EMERGEKCY TELEPHONE NO, 
(904) 462-3911 


TRADE NAME; 

Nickel Cadmium Battery 


CHEMICAL NAME: 
Dry Cell 


PREPARED ET: 

£. 2. Mansdorf £ Associates, Inc. 


HSDS NJHSER: 
NA 


SYNONYMS: 

UA 


DATE Of lESL'E/REVlSlOH: 
July 6, 1990 


1. INGREDIENTS 


MATERIAL 


ACCIH (TLV) 


OSHA (PEL) 


Nickel Cedmiun Battery 


Not Est. 


This product is regarded as an "Article" by definition under 
29 CFR 1910.1200 (c). The product contains nickel, cadmiiAti and 
cobalt conpourvds, as well as potass iijn hydroxide. The physical 
form of the product, however, precludes exposure. 


2. PHYSICAL DATA 


APPEARANCE 

ODOR 

KELT POINT 1 

I SPECIFIC GRAVITY 

Sealed Metallic Cylinder 

Odorless 

NAIF 1 

NAIF 

VAPOR DENSITY CAifi=1) 

X VOLATILE BY VOLUME 

BULK DENSITY i 

I BOILING POINT 

NA 

NAIF 1 

NAIF 1 

NAIF 

VAPOR PRESSURE 

% SOLUBILITY (H20) i 

EVAPORATION RATE BuOAC = 1 

I OTHER 

NA 

NA 

NA 

NAIF 


3. FIRE AND EXPLOSION HAZARD DATA 


FLASH POINT £ METHOD 
NA 



FLAMMABLE LIMITS 
LEL: NA 

UEL: 

MA 

EXTINGUISHING MEDIA 

Dry chemical, foam, carbon dioxide 




SPECIAL FIRE FIGHTING PROCEDURES 

Use NIOSH approved self-contained breathing apparatus, operating in the positive pressure mode and full fire fighting 
protective clothing. 


UNUSUAL FIRE AND EXPLOSION HAZARDS 

Cadmiun, nickel and cobalt fumes may be evolved in fire situations. 

























4. HEALTH HAZARD DATA 

LD50 ORAL (INGESTIDK) 


LD50 dermal CSKIM CONTACT) 
NA 
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PR I HART ROUTE Of EXPOSURE 
None 


j EFFECTS 0^ OVEREXPOSURE ” 

ACUTE: None known or expecteti under noritwl use conditions. (See Comment 1, Section IT) 


CHRONIC: None known or expected under normal use conditions. (See Comment 2, Section 11) 


5. EMERGENCY AND FIRST AID PROCEDURES 


None required tor product. (See Comment 1, Section 11) 


6. PHYSICAL HAZARDS 


Do not short-circuit. Hay cause thermal burn or serve as ignition source in flammable or explosive atmosphere. 
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protective cloves 

Mone required urider normal conditions oT use. 



SPECIAL SENSITIVITY 

Do not puncture, mutilate or incinerate. Product may burst releasing haiardous material. 


9. STORAGE INFORMATION 



10. SPILL, LEAK, AND DISPOSAL INFORMATION 


STEPS TO BE TAKEN IN CASE MATERIAL IS SPILLED OR RELEASED 

Recover product and place in suitable container for reuse or disposal. Avoid conditions that may cause short- 
circuitins, CSm 3, Section 11) 





11. ADDITIONAL COMMENTS 
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^ trt.tery contents may cause skm irritation and/or corrosive eye damage, if skin contac- occur* u.sh 
affected areas thoroughly with soap and water. Get medical attention if irritation develops, if eye contact 
occurs, flush thoroughly with running water for at least 15 minutes, holding eyelids open Get prorot 
medical attention. p 

2. Cedmiun end nickel end their compounds are considered potential human carcinogens by the National Toxicology 
Program end the International Agency for Research on Cancer. The Occupational Safety end health Administration 
has proposed regulating cadmiuii and its compounds as Carcinogens. 

3. If battery ctmtents ere released, do not touch spilled material. Take up with sand or other absorbent and olace 
in container for disposal. 

4. Pursuant to SARA 313, Title lit, notification is unnecessary for Articles. 

5. OSHA Hazard Communication Health Hazard Categories; Hone 

notice from Gates . f . nergy Products, Inc ^ The information and recommendations contained herein have been compiled 
from sources believed to be reliable end represent current opinion on the subject. No warranty, guarantee or 
representation is made by Gates Energy Products, Inc. as to the absolute correctness or sufficiencv of anv' 
representation contained herein and Cates Energy Products, Inc. assunes no responsifai U ty in connection therewith 
nor can it be assumed that all acceptable safety measures are contained herein, or that other or additional 
measures may not be required under particular or exceptional conditions or circumstances. 


Kst Est. = Not Established 

NAIF = No Applicable Information Found 

NA = Hot Applicable 



